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Introductory | 


Wid it 


N offering to the profession our new Interrupterless 
X-Ray Transformer, we bespeak the same cordial re- 
ception which has been accorded to the various special- 
ties of our manufacture which have been introduced during 


the past thirty-five years. 


The keynote of the principle of construction which we have fol- 
lowed in X-Ray apparatus is EFFICIENCY. Our portable 
coils have set the pace in this regard. With our No. 6 Portable 
Coil it is possible to make a hip picture while drawing but one | 
ampere of current. With other portable coils from five to ten | 


amperes are consumed for this grade of work. 


In the design of our Interrupterless apparatus, we have followed 
the same lines of progress. The construction of all of our appa- 
ratus is far simpler than that of other makes. A glance at the 
switchboard of many of the transformers is enough to awe the . 
beholder and confuse the operator. We have aimed to do away | 
with complication and make the apparatus extremely simple to 


operate. 
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The Hogan Silent A-Ray Transformer 


(Patents Pending) 
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Pe <— GROOVE 
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nue ce e0Qe000 
Price ; tioht is under perfect 
rolume of light 1s cohen 
ata » of sheet metal. The vo res, Amy plate fro 
2S subs ane a Mae ated to suit thin or heavy Pte sliding curtains: 
ee ey ee anne be accommodated by adjus 
5x7 to 1l4xl/ 1 
PARAGON X-RARPEALES 
ee Th 4 3 Bx Doz. Sets 
—— | No. of Plates in Package | Eurplonet Beets 
Per Dozen - ‘ ae ae 
Size in Inches aa | $0.30 
Sey oe i ae ‘ 
5x/ : | | ; 
10 | | 
f 6% x8% | Za) | 12 ee 
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; Price, $x7-inch Imported Fluoroscope with lead Recor: t nae he a 
. yrranas. Price, Dark Koom Lamp DOO PEE oF ee ORIN AE EK Pkt ‘ size tu os 


Price, M. Q. Developer for X-Ray Plates, large 
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Intensifying Screen and Cassette 








Size in inches Price 
No. 222. 634x834.) ices 18,00 
No. 223. § x10. Pee Sar hu 
No. 224. tO. scl2: shay ic, 
No. 225. Bl Se SS sae MOOU 


No. 220. 14 xl/. 





Platinum-Barium-Cyanide Fluoroscopic 
Sescens 
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No. 243. Ars ene ms 14x17. RR chon EU dl ia gee as bi gi e/a ak 75.00 


No. 241. Size in inches, 


ens from 


Price, additional, for fluoroscopic attachment to suspend above scre esti 
protective door of cabinet ..-seceree tr tener eee es tense eee eee tees 
(All sereen prices subject to change without notice.) 
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Astral Screens for Fluoroscop 
fi 


HIS new screen Of a substance which, when . 
resces similarly to those made ol barium-plati; 
whitish light is obtained with X-Ray tu €S Wor 
The intensity of the fluor 5 ence of the \stral SCreen is conside sb same conditions. 
of the platinum screen Greater clearness Of image js the seg greater than that 
-ame amount of current passing through the X-Ray tube “Felore, obtained with the 
~ Tt is a well-known fact that barium-platinum-cyanide scree 
of becoming brown in color and losing a certain amount Cee 
due to the influence of the X-Rays. The \stra screen is free 
chemical composition is not acted upon by X-Rays; in f se 


xposed tc Tr on : 
€d to the X-Radian: 

- ° al \aQlanc -) 
lum-cyanide. but «4 ce, fluo 


ps bricht _ ~ 
king under the enter and 


creens have the disadvantage 
of their fluorescent properties 
trom this drawback. Its 
act, not by any kind of light 
Prices, Including Frame with Lead Glass Cover rae 


7 x 9 inches 


914x12 inches a a serene «932,90 
Meexl6 inches ....-.0.00-.0 seer: Oya ro eee 
ee Uaela pnitore rey tn ee 75.00 
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No. 2 
X-Ray 
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Treatment 


Coil 





: : but including set of 
Price, for 110 volts, without X-Ray Tube or ene oe th cord and pair of 


six vacuum electrodes, handle, cord, attachment PINS ee $75.00 

cord reels, mounted in lid ......------4008%' ae eg yc res 20.0 
Price, 6-inch High Frequency X-Ray Tube, latest tYP™-i°' Bee ee Otani : 
Price, 5x7-inch Eaoned B. P. C. Fluorescope with lead Coe Beate Gace arias 3.00 
Price, Ray Vite Clap ps sisie oe reo 8 ew ncinsineee et 
Cautery cords, handle and one cautery electrode.-+-*° 


y tube for exam- 


) X-Ra ; 


-seated parts, 

ining or radiographing extremities, but not for la 
able for X-Ray therapy in skin lesions. tig 

It is especially valuable for high frequency riustment 
the regulation being under perfect control by 4@) delicate glow to 
will excite any vacuum electrode perfectly a. throat work. 

It also affords good cautery results in nose am quarter-sawed oak ¢ 

The No. 2 Coil is finely finished and put up fe “operated with either a 
wide, 1% inches long and 7% inches high and CBN aoket. 
direct current by screwing the plug in any lamp ae 
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NO BOOK LIKE IT! 


“A NECESSITY FOR THE ROENTGENOLOGIST” 


NEW 


Special 
Edition 
Full Silk Cloth, 
All Outside 
Stampings 


in Gold 


Invaluable to every 


Physician, Surgeon ana Hospital 


believing in the importance 


of the 


X-Ray as a Diagnostic Agent 


PRICE 
$10.22 


Specimen 
Pages 
Submitted 
Upon 
Request 


GEORGE and LEONARD’S 


THE ROENTGEN DIAGNOSIS 
OF SURGICAL LESIONS 


of the 


GASTRO-INTESTINAL TRACT 


PUBLISHED BY THE COLONIAL MEDICAL PRESS, BOSTON, 


MASS. 


PUBLISHED BY THE COCO———$—$_@______ 
The only COMPLETE and PRACTICAL work of its kind 


q A great surgeon says; “As exempli- 
fied in this book, the X-Ray is truly 
The Human Eye of Medicine. | 


@ One of the leading Roentgenologists 
of the country writes, “It shows bril- 
liant, original, painstaking work. It 
fills a long-felt want and leaves nothing 
to be desired.” 


@ The Roentgen Conclusions, Opera- 
tive Findings and Illustrations are so 
arranged that they demonstrate clearly, 
simply and concisely the normal and 
pathological conditions with which 
they deal. No other similar work pos- 
sesses this important arrangement... 


© The Gall-Stone section is especially 
noteworthy. The Authors not only give 
their definite technique, but exemplify 
and prove its correctness by thirty- 
eight remarkable gall-stone reproduc- 
tions. 


G The Surgeon and Clinician especial- 
ly, will appreciate the fact that the 
operative findings are given on over 
95% of the three hundred and odd 
cases illustrated ... by comparing or 


McIntosh Bat 


te 


2 i MLL a 


“matching up” his own Roentgenolo- 
gist’s radiographic report with a sim- 
ilar reproduction in the book, he will 
know in advance, in the majority of 
instances, the conditions which he will 
encounter in the actual operation. 


{ The prominence, standing, past writ- 
ings and wide experience in Roentgen- 
ology of the Authors, warrant the 
statement, that this, their most com- 
plete work, is authoritative. 

@ The illustrations are exact (not reversed) 
reproductions of the original Roentgen plates. 
They are unexcelled, if not unequaled, in 
beauty and clearness of detail. 

q@ THREE HUNDRED AND SIX 
PAGES including Seven Three-color 
Illustrations, Eighteen Artist’s Draw- 
ings, Three Hundred and Forty- 


‘Three Roentgen Plate Reproductions. 


G INDEX contains Two Hundred 
and Ten Separate Headings. 


ia The Book: The Si aa used is made to order 
oO . 
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r the workin han The binding is in Art 
Vellum De Luxe—full silk black cloth with 
outside stampings in gold, Size of book page 
is nine and one-quarter by twelve and one- 
half inches. 
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TABLE OF CONTENTS 


CTION lL NORMAL STOMACH 
Methods — Direct and Indirect Method - Apparatus 
Meals Position of Patient Number of 
lime of Examinations. 
rlON ll, GASPRIGEPLCER. 
Definition — Technique Normal Gastric 
Variations from the Normal Positive Signs 
-Presumptive Signs of Ulcer. 
ECTION II]. GASTRIC NEW GROWTH. 
Classification — Value of the Roentgen Ray in Diag- 
nosis and Prognosis — Early Carcinoma — Advanced 
Carcinoma with Symptoms — and Without Symptoms 
— Value of the Negative Plate. 
TION IV. DUODENUM. 
Definition — Pathology = Possibility of a Positive 
Diagnosis — “Seven Propositions’ — Serial Plates — 
Presumptive Evidence — Value of Fluoroscope. 
SCTION V. GALL-BLADDER. 
Percentage of Stones which Show — Technique — 
Preparation and Position of Patient — Tubes — Plates 
— Screens — Stereoscopic Plates — Demonstration of 
Diseased Gall-Bladder — Adhesions. 
aiON Vi, SMALL INTESTINE. 
Roentgen Appearance — Jejunum — Ileum — Ulcer 
— Difficulties of Demonstration — New Growth — 
Adhesions. 
SEcTION VII. APPENDIX. 
American and Continental School — Technique — 
Meal — Plates — Fluoroscope —- Normal Appearance 
—Roentgen Evidence of Pathology. 
Section VIII. LARGE INTESTINE. 
Opaque Meal — Enema — Use of Fluoroscope — 
Plates — Normal Colon — Adhesions — Roentgen 
Evidence of New Growth — Congenital or Acquired 
Malformations — Colitis. 
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Dear Sirs: ORDER BLANK 


Referring to THE ROENTGEN DIAGNOSIS OF 
SURGICAL LESIONS OF THE GASTRO-INTESTINAL 
TRACT (George and Leonard), I desire you to (check one). 


J] ......Bend me the Book, postpaid, (C.O.D $10.00). 
D ccrccseeeeeBOnd me the Book, postpaid, (enclosed find check for $10.00). 
4........ Send me the Book, postpaid, (charge to my account with you). 
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ORDER BLANK. 


McINTOSH BATTERY AND OPTICAL CO, 
227-229 Washington Street, Chicago, Ill, 


Gentlemen : 


Kindly ship ime by... > 5: 2023-852 ae 


the following articles ; 
NAME OF ARTICLE PRICE © a 


Quantity 
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INQUIRY BLANK. 


McINTOSH BATTERY AND OPTICAL CO., Chicago, Ill. 
Gentlemen: 
I am interested in the following articles: 
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im my office the 


Alternating Current _ 


id like to make the purchase on the following terms; 


|S ee, ee 


Railroad ___. 


Shipping point (if other than P, O,). 
Date | 
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THE ELECTRO-THERAPEUTIC 


GUIDE 


——— OC) R——— 
A THOUSAND QUESTIONS 
ASKED AND ANSWERED 
HOMER CLARK BENNETT 
M.D., M.E., PH.G., D.P., M.PH.-TH. 
Author and editor of a mail course of thirty lessons in electro- 
therapeutics. Editor ‘‘The Electro-Therapeutist.’’ Secre- 


tary and teacher in the National College of Electro- 
Therapeutics. Member, etc., etc. 


EIGHTH EDITION, NOVEMBER, 1907 


REVISED AND CONDENSED 


FOR SALE BY 


McINTOSH BATTERY AND OPTICAL CO. 
227 Washington St., Chicago. 


+o 4 


» ft Ay tf 


‘PRICE $2.00 NET 
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< DHE QUESTIONS FOR YOU 
reLLS YOU.JUST- WHAT LO DO 
’ LELLS YOU JUST HOW 
YOU GET THE IDE. 
I'v HELPS OU! 
THER 


TO DO Bk 
.s QUICKLY 
‘YOUR FORGE 
& 1S NOTHING LIKE It 
rp IS THOROUGHLY PRA‘ ricAl 
IT WASTES NO WORDS 


Prory 


of thirty lessons electro-therapeu 
voved. ‘Lhere ‘cs no chaff to sift. it 
all the flowers of electro-therapeutic li 
| by the hard practical test of time, and stered 
by one of the pioneers, 


HIS BOOK 1s a corollary to, and sequel of, the mail course 
‘Hustrated. It is Full of meat, with the hulls and shells ren 
threshed out. It is the honey of condensed facts, culled from 
found growing 1n the gardens and fields of experience, compresses 

the size of both your pocket and pocket-book. It is written : 

he ‘alizes just what the beginner and novice needs, and has supplied the wat. li 

It warns you what to avoid. It will keep you from making the common ePrors. It asks the 
and then answers them for you. It is plain, simple, practical, thorough, com 

The therapeutic index -< so arranged that you can get the night 

i contains the itemized technique of over five hundred indica 

r five hundred definitions, something 

study of two hundred volumes, 


boiled down into 320 pages. 


who has been 


ito one comb 
the mill of uncertainty, and r 
the short cuts. 
questions that will come to you, 
prehensive, briel and to the point. No useless words. 
a glance, and is full, covering the whole field, anc 
~eatment. It also contains a complete electro-medical dictionary of ove 

+ before printed. It contains the results of the practice of twenty vears, and the 

he observations and conclusions of a hundred specialists in electro-therapeutics, 
This book is written for the busy doctor in general practice who has a battery, as well as the specialist; for Ure 

It is good for all. ‘I he book ts printed on fine paper, in bold clean type, easily read. 

ntial cloth. Made for use and service. Not for the library, bat 


;: 
' 


beginner, as well as the expert. 
Condensed but not crowded. Bound in good substa 
to keep on your desk, for r sady reference. 

rt of the mail course of in 


: struction ot the National College of Kleel ro- Therapeuties, and 
rying the pull fees, as his property to Keep. 

se a applied ths a part payment on the Course ieex, “a that 
co essons will receive eredit for the price of the look, Tw ae. 


The ‘‘Guide” 1s a pa 
egularly matriculated student, pé 
contains a coupon which is 
id wishing to take the 


voes to every I 
The “Guide 
any one buying the Guide ai 


‘> 


turning the coupon. 
1 TELLS HOW ORDER NOW 


.U tor any reason, or for no Reason Wal 


are not satisfied that it is worth the price which you have paid for it, send it back and get 
' get VOUP NVOTeN, W ithewat, are 


ment. When you see it you will never : 
MONEY BACK IF NOT SATISEIRD 





(C) Jeff Behary 2021 


ecececseeeme CL LLL AOL LLELELLLLALE LLE LO 


| K<leeiro - § | arAnetutie G 1 
? mt LEP UP £8 GPVVOUTLISC, UIC 


Mcintosh Battery and Optical Co. 
227 Washington St., Chicago 


Enclosed find $2.00 for which please forward 
mé one copy of ‘Bennett’ s ‘sFlectro-Therapeutic 


Guide,” carriage prepaid. 


Remittances should be made by Express 
Money Order, P. 0, Money Order, Registered 
Letter or Draft on Chicago. 
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McIntosh Table Cabinet 
STYLE E 


An Elegant, Up-to-Date Office Outfit 


b 


ee 
a 


ARRANGED WITH ALTERNATING CURRENT RECTIFIER 


Price, complete, as illustrated 


Manufactured by 


McIntosh Battery and Optical Company 
227-229 Washington St., Chicago, Ill. 
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McIntosh Table Cabinet 


STYLES 





FITTED WITH NO. 9 PLATE 


An Exceptionally Complete Office Equipment 
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